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Good afternoon, 

Attached, please find our latest of Public Health Laboratory in Action, Ciranna Bird authored this issue. 
Betsy 

Elizabeth G. Szymczak, MS MT(ASCP) 

Director, Laboratory Response and Communications 

State Laboratory Institute 

Massachusetts Dept of Public Health 

305 South Street 

Boston, MA 02130 
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f: 617.983.6887 

m: 617-839-0761 
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